AMENDMENT NO. 2 MAY 2018 
TO 
IS 646 : 1986 LIQUID CHLORINE, TECHNICAL 


(Second Revision) 


(Page 3, Foreword) — Substitute ‘Gas Cylinder Rules, 2016’ for ‘Gas 
Cylinder Rules, 1981’, wherever it appeared in the text. 


(Page 4, clause 3.4) — Insert the following new clause after 3.4: 
‘3.5 Marking 
3.5.1 Each container/cylinder shall be marked with the following: 


a) Name of the material, that is. ‘Liquid chlorine’. 

b) Name of the manufacturer and/or his recognized trade-mark, if any; 
c) Mass, in kg; 

d) Date of filling /packaging of container/cylinder; and 

e) Lot number or batch number or otherwise. 


NOTE — The marking should be large enough to convey immediate understanding and to 
allow the use of readily legible characters. 


3.5.2 BIS Certification Marking 
The product may also be marked with the Standard Mark. 


3.5.2.1 The use of the Standard Mark is governed by the provisions of Bureau of 
Indian Standards Act, 1986 and the Rules and Regulations made thereunder. 
The details of conditions under which the licence for the use of the Standard 
Mark may be granted to manufacturers or producers may be obtained from the 
Bureau of Indian Standards’. 


(Page 4, clauses 3.2) — Substitute ‘Gas Cylinder Rules, 2016’ for ‘Gas 
Cylinder Rules, 1981’, wherever appeared. 


(Page 4, Clauses 3.3) — Substitute ‘Gas Cylinder Rules, 2016’ for ‘Gas 
Cylinder Rules, 1981’, wherever appeared. 
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